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Fig. II.6,    The Sperry Mark XIV gyro compass removed from its binnacle and shown as viewed from the

North and South ends respectively.
1. Speed and Latitude corrector                                          10. Rotor case

3.  Suspension cap                                                               11. Mercury ballistic

4.  Transmitter lost motion Adjusting Knob                          12. Azimuth motor

5.  Transmitter                                                                    13. Spider terminal Block

6.  Trunnion bearings                                                           19. Trolley adjusting Screw

7.  Vertical ring                                                                   31. Vertical ring and Rotor case lock

8.  Compensator weight                                                       57. Speed and latitude corrector setting knob

9.  Phantom ring                                                                 58. Auxiliary latitude corrector setting
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